To: 

Matt  Francis[m. francis@erllc.com; 

From: 

Way,  Steven 

Sent: 

Thur  12/4/2014  11:14:18  PM 

Subject: 

RE:  GK  Follow  up 

Matt, 

There  will  be  some  comments  and  specifications  to  be  added  to  this  write  up.  Generally  the 
approach  is  consistent  with  what  we  discussed,  but  some  of  the  finish  details  are  absent.  In 
addition,  there  is  the  grade  adjustment  to  the  top  of  the  dump  and  new  drainage  channel  that  will 
need  to  be  made  as  the  portal  / adit  opening  is  dropped  to  the  floor  of  the  adit. 


So,  I will  get  something  sometime  next  week  as  best  I can  while  I am  in  UT  covering  the  Stone 
Castle  job. 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 


From:  Matt  Francis  [mailto:m.francis@erllc.com] 
Sent:  Thursday,  December  04,  2014  9:52  AM 
To:  Way,  Steven 


1779293 


ED  000552  00031897-00001 


Subject:  GK  Follow  up 


Checking  in  to  make  sure  you  got  HWs  draft  SOW  for  GK.  They  would  like  our  input  before 
finalizing  and  proceeding  with  Schedule&Estimate 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended  only  for  the  use  of 
the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not  the  intended  recipient  or  the 
employee  or  agent  responsible  for  delivering  it  to  the  intended  recipient,  any  dissemination,  publication  or 
copying  of  this  e-mail  is  strictly  prohibited.  The  sender  does  not  accept  any  responsibility  for  any  loss, 
disruption  or  damage  to  your  data  or  computer  system  that  may  occur  while  using  data  contained  in,  or 
transmitted  with,  this  e-mail.  If  you  have  received  this  e-mail  in  error,  please  immediately  notify  by  return  e- 
mail.  Thank  you 
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